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(This Notice is NOT to be filed in Agency 9D / 5 REGIST 
manuals, Piease destroy after reading.) FILE per : ‘ 1, i 


PERSONNEL 
Zz JAN 1970 


ANNOUNCEMENT OF ASSIGNMENT TO KEY POSITIONS 


OFFICE OF THE DEPUTY DIRECTOR FOR SUPPORT 


1. Effective 5 January 1970, John F, Blake is appointed Director 
of Logistics, vice George E. Meloon, retiring 31 January 1970. 


2. Effective the same date[——SSSSSS=éid'ws appointed 


Deputy Director of Logistics. 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


SieMED 2. L. Bannerman 


Orig - RCB (for publication’ “ ”~ R. L. BANNERMAN 
1 - DD/S (signature) ) ” 29D Deputy Director 
<+-= DD/SS (subject) for Support 
1 - DD/S (chrono) 
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